GLOBAL VENDING 


TECHNICAL INFORMATION 


Machine 
Type 

All current Necta 

production 

machines 

Model 

All Necta range machines 

T.I. Number: 05030901 UKSD 
Date: March 2005 

Part numbers See table below 

Approved 
By Italy 

Subject 

Customer Information display, changes to colour 

ISSUED FOR CUSTOMER 

ACTION 


INFORMATION 

X 


We would like to inform all of our customers that we are in the process 
of changing the colour of the customer information display from Green 
to Blue on all Necta machines. 

This process started during weel< 3 of 2005 and therefore affects 
machines with serial numbers beginning with 503.... and later. 

This change does not affect the Wittenberg range of machines, 7600, 
7100, FM7000 and SM7000 as the display on these machines remains 
as RED. 

This is mainly a cosmetic change to the machines, which will not affect 
their technical operation. 


When the displays are fitted during the production process, the 
contrast is adjusted to allow correct reading of the message. 


DISPLAY 

KIKKO / SNAKKY 
NEW DISPENSER 
ASTRO 

SPAZIO / VENEZIA 
COLIBRI' 

PICCOLO MATTINO 
GRAN MATTINO 
VM 130 

STARFOOD 
ZENITH /ASTRO 
OBLOWSFERA 
RONDO' 
KIKKO MAX 
SNAKKY MAX 

SFERAP 
ASTRO P 
SPAZIO P 
SPAZIO 
VENEZIA 


OLD CODES 
(GREEN COLOUR) 

0V3458 

99596 

0V2147 

0V2892 

NEW CODES 
(BLUE COLOUR) 

251653 

251656 

251658 

251659 



1 1 




In the future, when replacing display's on site, there may be a need to adjust the 
contrast control of the machine to allow the customer to view the message. 
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